
INTRODUCTION: T'h-r AB hi nr Arts Airbrush is (hi finest 
instrument obtainable. 

(a) A s-en si live rocking I eve* action provldas aasy and 
positive CiirLlml of Ihe atomized color fmm ;l -ktiillII 
dot Iti-the sharpest ]ihe, wliiohTnfiy be nr^idu3]|y wide¬ 
ned by l aver action So the color pattern desired. 

(b) Panel affects,, contrasts, stone, metal and. cloth lest- 
ures cun be made with the AB Ai.rlMU.shas and the 

k i 3 L of the artist. 

(tJ ft i ih A I T 9 Ci i Lot Cup imd T ep I ubl t A S 77 N*edl e 
Hearing. ihe improved design mokes conversion fiom 
easel position io drawing board position a simple ad¬ 
justment, 

(d) The Specialty shaped cup holds more color wiih le-s* 
possibility of spilling. 

M A drop to I or ai ihe point of the " u]> is all that is 

needed for many important jobs. 

(■T) The AB ALrhtush will Pot ci^£ w-jib opaque colors. 
India ink}?, primeis inks or dyes can -d .50 be us*d 
without the slighest injury to the Airbrush. However 

colors should in 1 c he left i« dry in the a I 79 CoIim 

Cup, Always mix colors to 0 milky consistency. High 
grade colors will produce the best re puLls, 

(Pracrice i« af utmost inipoTi^nce to ncciuiie skill mid 
to creole the many fine artistic effecis possible in 
freehand air di awing, rnech an Leal arid photo retouch¬ 
ing, 

OPERATION: It i-s important to have clean, dry air lo in¬ 

sure bear results: and work* 6 P M Manual Ajf Ktoiature Coii- 
d enact Unit w il I provi de suf f Lei ent c opacity of cl e an and i n- 
siamly regulated air pressuj-e at all limes for several Air¬ 
brushes, 

(a) K*£ki|aie Air lo about 25 Lbs. ot freon a few lbs, for 
stipple to »iny higher pressure for finer atomication. 

(b) After :H 1 aching Air Hose to Ihe Compressor or Air 
Outlet, blow out any foreign matter that may be in tEu? 
Aar Elose or Airline, thin screw AC 20° I -'S'-1 ^’Mo 
Thread Coupling securely to A i 76 Valve casing. 

U) CtLa^k all and pipe conn*<:lLwn to makt; *ur r 

there are no Air leaks. 

td) When cup is new it is necessary to start flow of color 
by using a si iff brush lo push the color into the need¬ 
le slot,, or by pre-s-sinE Eh« ihumb over th«= entire cup 
opening in a pumping action, thus feeding 00 Lor to 
the neadlt Alet¬ 
te) Repeal this action until color flows freely in the slot 
n| a 177 Needle Bearing, 

(0 Airbrush should be held so that th« needle tsE^araiicl 
lo the -surface of work. 

E^es-s aI 2E Finger Butlon slraighl down with ande^, 
finder, to position ihe Airbrush so il will produce a 
fine line when h-eSd near working surface. 

(hi Tu widen [Elk spray driiw ihe Ai-hmsEi gjaduslly a- 
wuy from the surface, while slowly pulling back on 
A12 I Finger Button. 

E p) Prac tir:e fiAge: movement unt: I you ur c famii I i ar with 
(he Billion of Ihu AirhmGi imd the diSian*:-e iL .‘Umuki 
he h«ld from ihr work to obtain lElk desired width of 
color to be applied. For fine Sines cape forward on 
A121 Finger Button, 


IMPORT AMT ADJUSTMENTS; A M2 Needle Guide hold* 
[he ntadle in alignment. Ths* should Eru adjusted Ll> guide 
the needle in Ih-e bearing, not too tight C. -as this wilt cause 
friction 3 and not too loose ( as rbi.s will permit ri j _>_■ ■.LI>■.: 
in v:braie >. The needle should move freely in produce 
the finesl line, gradual 1 rig. info a wider atomised pattern 
according tu ih* position of Ihe AI2I Finger Button. 

faE A6Q Lever Adjusting Screw regulates the needle so 
that it can always he set tu stall vdth the finest line. 
<b> By luTning. a 60 Lever Adjusting Screw 10 ihe righl 
needle is brought forward to atari n heavier Line. 

(cl 1 At 16 No edit 0 is i>nc of the mo.sr iripnr;u.uL pans of 
the Airbrush^ as all on work produced depends nn 
chi needlepoint. Needles are packed in special 
holders to protect the line pn.iiot of Ihe neidlts. 
required for the finest detail wort. Protection and 
care must be taken lo fce^p point straight at all tlmeN r 
4d 1 A bcnl needle will cause frayed lines. When chang¬ 
ing [Elk 11 kllLIk h usp tweeters and pla^u bent msd 
down in A I 07 ft al k i ng Arm SJo t jmd in to grove below, 
(nj Pres^ it«sd|s undvr A342 Needle Guide and gently 
pl nice point of needle into AI 77 Ncedlt L3 Kiri ns slot 
W i [1 iirU L hKnding i 1+ For rem-n‘/Lng. , ruMKr^e proccdur C. 
<f)AlQl Air Blah.i .let must always be aci that Air 
Blasi will uenEOr L1 1 <j rLKedi-fe. hh-niper Slignrntnl t.af th« 
Air Blast wiih Ihe needle will produce a fine; line; 
and smooth spray* 

(glfl AlQ! Air Blast Jet orifice is col gged, the spray 
will b-c umarse. Clean hy removing Alfll Air Blast ,Iki 
arid blow oul ony forcigas maieiiaL 

(h) aI^ei SpL-ed H^^.;1 jiime ycrKw controls ihe speed rif 
lIik wheel and needle. A140 Speed P.^^ijlaiL3^ Sc rev, L -aii 
be lumed up for fast feeder down for *Low food of color, 

Ei3 AI ^6 Stipple Adjusting Serew cn rnrols the volume of 
Air released. By luminst this to the right, a stipple 
effect can be produced. By varying che position of this 
screw, ihe texiyro yf die stipple mm be mm trolled 
from a very fine to a. coarse xtipple which remiirep a 
veTy low air pressure and heavy c^loi to create ^Eipplt r 
(l3 AIT? Color Cup is adjustable for dra-wirtg tsoard w 
easul u* e. To change the posilion of A17? Color Cup, 
Lsli Color Cup 10 desired position wiih finger, 

Ik3 Color Cup Sctbw A3*0 slinuld bo 11 ^% ai all tinies. 

{\> Adj 11 pi the Air Blast Tube AI3B if ne^ as sary F to center 
ihe needle for smoo-th or eoars-e lexluro affects. 
E.m>AI77 NaedLa Be^rina is TOmovsabLe, when worn oul h 
piess out and rnsert a new A177 Needle Bearing, 

CARE AND CLEANING: E-nr u|eismn e , use a brisile brush 
saturated with water or wolvenl For color used. Aft+r .Mjak» 
ing until the dry color has dissolved., empty color oup by 
placing ihe bristle be!ween AJQ1 Air Blast let and Lhe 
Ai77 NaetlLK Bearing. Then operate die finger lever to 
create a sucliun to draw the remaining fuild from the cup, 
Eky with Air pres-suTB be fort put Ling AirbrustL away. 

(a) AI I 4 Salf-faetlinj. Cup should bt: kept lilled 

WllEi Vflsclinc I u hn l: anil. 

lb! AI 42 Ncudle Uu L d-j should he Sutirk aced. h so ihe needle 
may tuh with^iut friction., 

( Continued op [* 0 .%^ 2 ) 
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AB AIRBRUSH REPLACEMENT PARTS 

f Con tin Lied from Page 1 ) 



23 REMOVE CAP FOR A I li NEEDLES 

24 


The "AB 1 ” A irbrush is not suitable for uso with alcahoiar 
latnuer colpr?. Any tor ct>lflr h ppaque or oii O-nn be U-*cd 
with br j 1 1 ianc. resultE-. 


I 


■n 

29 


Any Part Numbers noL listed must be 


S- 


30 

31 


replaced arid strviued al ike factory. 



PART 



PART 


ITEM 

NO. 

DESCRIPTION 

ITEM 

NO. 

DESCRIPTION 

J 

AMO 

Speed Regulating Screw 

23 

Alii 

Handle 

2 

A118 

Valve Casing 

24 

VLf IS 

Protecting Cup 

3 

A139 

Aii Blast Tube I nrlrnnt 

25 

Al 33 

Top SLiiill Bearing 

4 

AJ3S 

Air Blast Tube 

26 

AIM 

Bottom Shaft Bearing 

5 

AIT* 

Stipple Adjuster 

27 

AI43 

Needle Guide Sprtng 

6 

A101 

Aij Blast .Tct 

26 

A52 

Valve Washer s h per do z. 

7 

A177 

Needle Bearing 

29 * 

H2IA 

Valve Plungei 

8 

A179 

CqIoi Cnp Assembly 

30 

A22 

Valve Spring 

9 

A 1*0 

Co Lot Cup Screw- 

31 

AZ3A 

Valve Nut 

10 

A J42 

Needle Gui de 

* TO he fitted at the factory. 

II 

All* 

Needles, pet doz. 

tor further information write service departmeni,, 

\7 

A107 

Wilkin £ Aim 

PART NO. 

ACCESSORIES 

11 

"Alai 

Wheel Housing 

A-l /B" -6 

» 

Aii Ho*? with Couplings. 

14 

*AI72 

Power Wheel & Shaft Assembly 

A3 4 


Airbrush Hanger 

15 

A 1 14 

Self-Feeding Grease Cun 

A64 


Screw Oliver 

16 

AIM 

Walking Arm Shaft 

A1 P7 


Tweezers 

17 

A 105 

Walking Ann Spring 

AB 


Case ( free with Airbrush) 

18 

A104 

Walking. Arm Plunger 

AC-I/B"- 

1/4” 

Coupling 

19 

A121 

Fin get Level & Button 

AC 2r-i/y*.\/4” 

■HO Coupling 

20 

A60 

Lever Adjusting Screw 

MF-r/4 M 


Line Valve 

21 

A50 

Lever Pi vat 

Fm ABCLeft Hand) Airbrush add the letters "IN' 

22 

A1 4 

Finger Lever Fork Stem 

10 part ntimb-cT-sample AM6 LB Needles. 


Kee-v color cup clean — This airbrush will last a lifetime - and pay fpr its-elr many time® over. 


AUTHORIZED DEALER: 
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